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UNITED STATES DEPARTMENT OF JUSTICE 

FEDERAL BUREAU OF INVESTIGATION A 


WASHINGTON 25, D. C. 

June 30, 1961 
BY LIAISON 


Honorable Allen N. Dulles 
Chairman 

United States Intelligence Board 
Central Intelligence Agency 
2430 E Street, Northwest 
Washington 25, D. C. 

My dear Mr. Dulles: 

This is to advise that Assistant Director 
William C. Sullivan has been designated by me to 
replace Mr. Alan H. Belmont as the Federal Bureau 
of Investigation representative on the United States 
Intelligence Board. This change is necessary as a 
result of the additional duties Mr. Belmont has 
assumed in his new position as Assistant to the 
Director. 


In addition to Mr. Sullivan obtaining the 
special clearances needed as my representative on 
the United States Intelligence Board, it is my desire 
that Mr. Belmont in his new assignment retain the 
special clearances previously afforded him as the 
Federal Bureau of Investigation representative on 
the United States Intelligence Board. 


Sincerely yours, 
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FBI review(s) 
completed. 
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TRANSMITTAL SLIP 

DATE 

7 July 1961 

TO: 

General Cabell 

ROOM NO. 

BUILDING 


REMARKS: 


We have taken steps to ensure 
that Mr. Hoover's request regarding 
the security clearances of Mr. Sullivan 
and Mr. Belmont wil l be taken care of. 
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FROM: 



ROOM NO. 

343 

BUILDING 
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